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Logan - Facilities II ISO 14001 
Certified 


In December 2006 Facilities I at Logan Aieport 
‘was certified io the ISO 14001 standard by a third 
party registrar making Feld Maintenance the fourth 
Massport facility (he fist at Logan) to have a 
certified environmental management system (EMS). 


For most of 2006 2 team of individuals fom 
Massport wore developing the EMS that will be 
implemented at Facilites I, The bass forthe EMS 
is the Environmental Management Policy that 
provides the framework for Masspon’s EMS and 
‘ther environmental goals. ‘The EMS included 
fbjectives and targets for the following programs: 
air emissions; waste management; solid waste; spill 
revention; resource use; and stormwater 





ISO 14001 is a voluntary international. standard 
issued in 1996 and updated in 2004 by the 
International Organization for Standardization, I 
identities elements of an EMS necessary for an 
‘organization ta effectively manage is impact on the 
cavironment. The ultimate objective ofthe standard 
is to integrate the EMS with overall business 
considerations and to continually improve 
‘sevironmental performance aa facility. 


Work has begun on the development of an ISO 
14001 EMS at Facilities I and Ill at Logan. ‘These 
systems should be completed hy the end of 2007 


2006 
Recycling Data is in... 


19,152 pounds of paper were reeycled atthe Fish 
Pier in 2006 


This results in preventing 162.79 trees from being 
cet down and sved 28.78 cubic yards of land 


‘hanks to all who participate inthe program. 


Regulatory Update 
EPA Sets Inspectors Loose in 2007 


Jn 2006 the Environmental Protection Agency 
(EPA) forced industry to pay $4.8 billion in fines 
fand pollution contol investments to settle 
‘compliance violations. In addition, for more serious 
issues the EPA put corporate officials behind bare 
for a total of 154 years, 


Key areas where companies ae at risk include: 

"+ Obtaining sew source review permits when 
modifying operations 

‘+ Meeting emission limitations 

‘© Obiaining a stormwater permit and controling 
runatf 

‘+ Notifying local emergency response agencies 
shout hazardous chemical storage and releases, 

Developing spill prevention plans 

Following hazardous waste rules 

1 Updating risk management plans 


New Deadlines for Spill Plans 


Fecilities that meet the thresholds for the 
requirement of implementing a Spill, Prevention, 
Control and Countermeasures (SPCC) Plan have 
new deadlines for implementation. The thresholds 
fret 2 dlscharged of & 42 gallons ia may 12 emeath 
period or storage of 1320 gallons of oil products in 
Containers > 55 gallons, If your facility meets one 
fof these a Plan i required and the following 
‘deadlines must be adhered to 











Facilities that began operating before August 16, 
2002 should already’ have an SPCC” (Spill 
Prevention, Control and Countermeasure) Plan in 
place and must update them by October 31, 2007, 
Facilities that began operations between August 16, 
12002 and Octaber 31,2007 must have SPCC plans 
in place by October 31, 2007. 





IN THE NEWS, 





Excessive Cardboard 
Disposal Found 


The Massachusetts Department 
‘of Environmental Protection 
(MassDEP) reported in carly 
January that a number of well 
known “Massachusetts 
businesses and institutions 
continue to throw away lange 
volumes of casy-to-ecyele 
cardboard in spite ofa state ban 
fon its disposal, savings on 
disposal costs and its vale as a 
commodity. For the first time, 
the agency has taken 
ceforcement actions against 
waste ban violators 





MassDEP estimates that over 
LS million tons of paper 
products are stil being disposed 
in landfills and. incinerators 
across the stat every year ata 
Average cost of $70 per ton = up 
to $108 million in recycling 
savings for business and 


As part ofa statewide campai 
to ‘cut down on continued 
disposal of cardboard and other 
casy-to-ecycle materials, 
MassDED sent inspectors t0 a 
number of solid waste facilities 
around the sate during the fall 
‘of 2006 to monitor compliance 
with regulatory waste hans 





EnviroQuestion 


Question: Daylight Saving 
Time began 3 weeks earlier this 
‘year as required by the Energy 
Policy Act nf 2008, How much 
‘nergy will this save each day? 





Answer in the next issue 


Quarter WW Question 
Fluorescent bulbs last” longer 
than regular bulbs by what 


Answer: 1001 
Cardboard continued 


Waste hauling companies cited 
were: Allied” Disposal of 
(Quiney, BEL Waste Systems of 
Revere and Yarmouth, Frade’s 
Disposal of New Bedford, and 
Waste Management of South 
Hadley and Stoughton, 





Nine facilities that generated the 
material: American Red Cross 
‘of Dedham, Building 19 of 
Lynn, Ethan Allen Furniture of 
Bellingham, Friendly Fruit of 
New Bedford, Home Depot 
stores in Hyannis and 
Wareham, Lindenmeyr Munroe 
fof Franklin, Westfild State 
Collegeof Westfield, and 
Wright Line of Worcester 





Each violutor was issued a 
notice of nancomplisnce with 
the waste ban regulation, and 
required to draw up a plan to 
stop the disposal of banned 
materials and submit the plan to 
MassDEP for approval 
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For Your Information 


EPA Cultivetes 
Water-Efficient 
Landscapes 


‘The Environmental Protection 
‘Agency (EPA) 8 Ssuing its fist 
‘WaterSense label for landscape 
inigation. AS part of the no 
watereffiieney partnership 
program two certication 
rogram for landscape irrigation 
professionals eeceved the 
WaterSense abel for their 
adherence 10” watersiving 
techniques. 


‘The figt WaterSense label has 
tee issued 10 the ligation 
Ascciaton’s (IA) Conti 
Inigation Designer-program and 
CCeftied Iigation Contacine 
‘program. To cum the WaterSense 
{abel TA's cetfication programs 
‘aust test Fr the abit to design, 
install and maintain wate-fcieat 
landscape and gation services 1 
consumers. EPA ie siting 
profesionals though those 
[pograns Who share a commitment 
fo water efficioney to become 
fone and help consumers save 
‘eater and money while 
‘alan thee yards 





WaterSense is a voluntary pubic- 
private parwesship that ides 
and promotes high-performance 
products and programs that help 
reserve th nation's water sup 
‘The WaterSense program seeks to 
senerate support for consume Use 
of water-eficint products such as 
high-tcieney toilets, water 
saving fauces, and, ia he Ture 
‘weatber-ased coaillers and sol 
Ioisture sensors for lawns. and 
sates. 


For moe go 
‘www spa.govivateiense 
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